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Town of Arlington, Massachusetts 
730 Massachusetts Ave., Arlington, MA 02476 
Phone: 781-316-3000 

webmaster@town.arlington.ma. us 


Building Committee Minutes 12/15/2009 

TOWN OF ARLINGTON 
MINUTES 

COMMITTEE MEETING 
PERMANENT TOWN BUILDING COMMITTEE 
Tuesday December 15, 2009 


PRESENT: John Cole, William Shea, Mark Miano, Robert Jefferson, Michael Boujoulian, Suzanne Robinson 

ABSENT: Brian Sullivan, Jeff Thielman, Rob Juusola 
GUEST: Captain Richard Flynn 


The meeting was called to order at 7:00 p.m. 

Purpose of this meeting was to interview three architects to determine which firm the Town would hire to renovate the 
Community Safety Building. A total of 45 minutes was set aside for each firm. 

Presentation 25 minutes and question and answers 20 minutes. 

DiMarinisi & Wolfe: Presentation was principally done by Maury Wolfe. 

Donham & Sweeney: Presentation was shared by Bret Donham and Jeff Shaw. 

Ammonson Architects: Presentation was made by Eric Ammonson. 

The following is a compilation of the committee’s votes: 

DiMarinisi & Wolfe 19 

Donham & Sweeney 12 

Ammonson Architects 11 

The committee recommends that the Town Manager enter into a contract with Ammonson Architects. 

HIGHLAND STATION 
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General discussion on the Conservation Committee’s request to retain more rain water on site. Suzanne Robinson, 
William Shea & Michael Boujoulian would direct Donham & Sweeney with their choice of the most feasible alternative 
to accomplish this water retention objective. 


December 1st minutes were approved. 


Adjourned at 9:45pm. 


Respectfully submitted, 
Bill Shea 
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